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10 July 1961 


MEMORANDUM FOR: 
fRQM : 


Chief, Contracting Staff, DPD-DD/P 
Chief, Administrative Staff, NPIC 


SUBJECT 


: Spare Parts & Field Service for Itek Corporation Equipment 


1, It is requested that two (2) front surface mirrors be ordered 

from the Itek Corporation- Th. mirrors are for ure t 

Rectifier furnished by the Itek Corporation under a previous contract. 

2. An obligation of $2,000 has been established against NPIC account 
2155-1010-7000 for the above requested spare parts, possible future spare 
parts requirements, and any field service support required of the Itek 
Corporation. 
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cc; Comp., DPD-DD/P 
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